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SAFETY IS EVERYBODY'S BUSINESS 


ACCIDENT PREVENTION IN HOSPITALS IS JUST AS IMPORTANT AS IN 
INDUSTRIAL PLANTS. IT MUST BE REMEMBERED THAT YOU AS EMPLOYEES NOT 
ONLY ARE RESPONSIBLE FOR THE PREVENTION OF ACCIDENTS TO YOURSELVES 
BUT ALSO IT IS YOUR OBLIGATION TO PROTECT PATIENTS AND MEMBERS OF 
THE PUBLIC FROM INJURY FROM THE TIME THEY ZNTER OUR DOORS UNTIL 
THEY LEAVE. 


Your DIRECTORS AND SUPERVISORS AS YOU KNOW, ARE VITALLY CON= 
CERNED WITH YOUR WELL BEING AND ALSO THE WELL BEING OF OUR PATIENTS 
AND VISITORS, BUT THIS IS NoT ENOUGH, THEY MUST HAVE YOUR WHOLE 
HEARTED COOPERATION IN ACCIDENT PREVENTION WORK, FOR AS THIS ARTICLE 
IS HEADED, SAFETY IS EVERYBODY'S BUSINESS. 


EVERY JOB IN A HOSPITAL INVOLVES HAZARDS WHICH IF NOT PUT 
UNDER CONTROL, CAN CAUSE INJURY, ILLNESS OR DEATH. THE ONLY POSSIBLE 
WAY WE CAN BRING THESE HAZARDS UNDER CONTROL IS BY DEVELOPING A CON- 
SCIOUSNESS IN OUR OWN MINDS THAT THE RIGHT WAY TO PERFORM THESE JOBS 
IS THE SAFE WAY. WE MUST CONSTANTLY BE ON THE LOOKOUT FOR UNSAFE 
WORKING HABITS IN OURSELVES AND OUR CO-WORKERS, AND TO CORRECT THESE 
HABITS IMMEDIATELY BEFORE AN ACCIDENT OCCURS. 


THEREFORE IT BECOMES YOUR OBLIGATION, AS EMPLOYEES, TO DEVELOP 
SAFE WORKING METHODS IN YOUR DAILY TASKS, AND BY SO DOING SET THE EX-= 
AMPLE TO OTHERS THAT YOU ARE INTERESTED IN PROTECTING NOT ONLY YOUR- 
SELF BUT YOUR FELLOW WORKERS, PATIENTS AND MEMBERS OF THE PUBLIC. 
ONLY BY SUCH A COOPERATIVE EFFORT ON THE PART OF EACH OF YOU CAN YOUR 
AccrIpeEnT PREVENTION PROGRAM SUCCEED. 


RememBer - SAFETY IS EVERYBODY'S BUSINESS. 
WruLrAM J. Hyuannd, SAFETY ENGINEER, 


(Mp. HYLAND IS A REPRESENTATIVE OF THE TRAVELERS INSURANCE COMANY, 
WHO ARE UNDERWRITERS OF THE LIABILITY AND COMPENSATION INSURANCE 
FOR THIS HOSPITAL). 
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RECORD ROOM 

[Tv HASN'T BEEN LACK OF NEWS THAT HAS KEPT US FROM 
REPORTING BUT RATHER LACK OF TIMEseeeee MUCH HAS HAPP= 
ENED IN THE Recorp Room SINCE THE "BIG MOVE"seeeeSOME 
OF IT OLD STUFF BY NOW BUT WE'LL TELL IT ANYWAY. 


TWO OF OUR STAFF RESIGNEDeeCLAUDETTE HICKEY WHO 
IS NOW SECRETARY To THE MeprcaL DrIREcTOR AT BROOKLYN 
JEWISH HOSPITAL AND Mary ARONSON WHO GRACES THE THIRD 
FLOOR HERE, WE KNOW THEY'RE VERY HAPPY IN THEIR NEW JOBS BUT HAVEN'T 
FORGOTTEN THEIR OLD FRIENDS AND VISIT US OCCASIONALLY. 


Rosuyn ZAGELMAN, NoW Mrs. Wruuram HouTKIN, WAS MARRIED ON DECEMBER 
10TH, 1955 aND AFTER A HONEYMOON IN THE SUNNY SOUTH, RETURNED TO WORKee. 
THE GLOW THAT RADIATES FROM HER END OF THE ROOM IS POSITIVELY BLINDING 
AT TIMES WHEN SHE SPEAKS OF BILL..+eeROSE GERMANO WILL "MIDDLE AISLE” 
rv on Sunpay, APRIL 22nn, 1956 wrth BEN GUZARDO...++eJULIA JAKABEK AND 
Anne TOTEDA WILL SERVE AS BRIDESMAIDS. THROUGHOUT THESE BUSY DAYS PRE- 
CEDING THE BIG EVENT, ROSE REMAINS AS SERENE AND EFFICIENT AS EVERecoeee 
CONGRATULATIONS AND BEST WISHES FOR YOUR HAPPINESS, ROSE AND BEN, 


PHYLLIS AROMANDO, OUR ASPIRING WRITER, HAS SUCCEEDED IN SELLING 
ONE OF HER SHORT STORIES TO MCCALL MAGAZINE. WE'RE LOOKING FORWARD TO 
ITS BEING PUBLISHED VERY SOON. 


JULIA JAKABEK HAS BEEN PROMOTED To AssrsTAnT MeprcaL RecorD LIBRA- 
IAN, A JOB SHE IS WELL QUALIFIED FOR BY HER LIKABLE PERSONALITY AND WELL 
KNOWN CAPABILITIES. 


NewS FROM OUR ALUMNAE - TonrI CLINE AT PRESENT IS IN HASTINGS-ON= 
THE-HUDSON AND WAS HAPPY TO REJOIN PETER WHO IS WORKING IN OUR FPHYSIO=- 
THERAPY DEPARTMENT, OUR IRREPRESSIBLE Jupy SaRBoUuR HOOVER IS STILL IN 
GEORGIA AND FROM ALL REPORTS ENJOYING IT VERY MUCH. 
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THE NICEST THING THAT HAPPENED TO THE REcOoRD ROOM WAS THE ARRIVAL 
or Mrss STELLA CICERO, OUR NEW RECORD LIBRARIAN. SHE IS WITHOUT A 
DOUBT THE SWEETEST, NICEST, KINDEST, BEST,SUPER AND EVERY ADJECTIVE 
THAT [ CAN THINK OF... l/HE BEST BOSS WE EVER HAD. WE ALL HOPE AND PRAY 
THAT HER STAY WITH US WILL BE A LONG, LONG, LONG ONE. 


FOR RR RRR ERK ROKK KKK Pea. 


CEREBRAL PALSY CLINIC 


We'D LIKE TO CONGRATULATE OUR SECRETARY 
“¢ WILLIE, Now Mrs. McCALLISTER ON HER RECENT 
MARRIAGE. THEIR HONEYMOON VACATION SURVIVED 
DESPITE THE HEAVY SNOWS AND A CAR THAT WOULDN'T 
START. 


DR. CHARASH, A MEMBER OF OUR CLINIC STAFF 
HAS JUST BECOME A FATHER FOR THE SECOND TIME ON APRIL 8TH. THE BABY 
NAMED BRUCE IS A REDHEAD, CONGRATULATIONS DR. CHARASH! 
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THe THeRAPEuTIC PooL 


Mrss ANN PaPURA 
RECEPTIONIST, PHYSICAL 
MEDICINE. 


THE DEPARTMENT OF PHYSICAL MEDICINE 


ENT 


Toe GYMNASIUM 
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ARE YOU A SAFE WORKER OR A HAZARD ? 


TY COMMITTEE 
SAFETY GORMILL2 TEST YOURSELF ON THE FOLLOWING QUIZ 


SAFETY CORRECT ANSWERS ON PAGE Gaerne. 


FIRST Le IF YOU HAVE WHAT YOU CONSIDER JUST A SLIGHT 


LAST nen ACCIDENT SUCH AS A CUT FINGER OR A BRUISE OR 


SOMETHING SIMILAR YOU SHOULD: 
ALWAYS 


A. TAKE CARE OF IT YOURSELF AS BEST YOU CAN, AND 
CONTINUE WORKING AT YOUR JOB. 


aes DRoP WHATEVER YOU ARE DOING AND GO HOME TO TAKE CARE OF IT WITH= 
OUT NOTIFYING YOUR DEPARTMENT HEAD. 


C. REPORT THE INJURY AT ONCE T0 THE HEAD OF YOUR DEPARTMENT AND 
FOLLOW HIS OR HER INSTRUCTIONS. 


Tals IF YoU ARE WORKING WITH A PIECE OF EQUIPMENT THAT DOES NOT FUNC@= 
TION PROPERLY, OR SEEMS TO BE OUT OF ORDER YOU SHOULD: 


a9 KEEP ON USING IT =- DOING YOUR BEST WITH IT BECAUSE YOU HAVE A JOB 
LO MDO. 


aD SAY NOTHING ABOUT IT BECAUSE YOU MIGHT BE BLAMED FOR BREAKING IT. 


C. REPORT THE DEFECTIVE EQUIPMENT AT ONCE TO THE HEAD OF YOUR DEPART= 
MENT. 


TIT, IF WHILE YOU ARE WORKING IN THE HOSPITAL YOU NOTICE SOMETHING THAT 
MAY CAUSE AN ACCIDENT SUCH AS A STOOL THAT CAN BE TRIPPED OVER, OR 
SPILLED WATER THAT CAN CAUSE A SLIP, YOU SHOULD: 


A. DopcE I7, AND HURRY ON YOUR WAY. YOUR TIME IS PRETTY IMPORTANT. 


B, ForcET ALL ABOUT IT, FOR AFTER ALL, IT IS REALLY THE BUSINESS OF 
HoUSEKEEPING OR SOMEONE ELSE, TO WORRY ABOUT THIS SORT OF THING. 


C. Correct IT, IF YOU CAN, AND REPORT IT AT ONCE IN ANY CASE, TO THE 
HEAD OF THE DEPARTMENT CONCERNED. 


. PREVENTION OF ACCIDENTS IS: 


. ONLY THE BUSINESS OF THE SAFETY COMMITTEE. 


IV 

A. EveRYBOoDY'S BUSINESS, INCLUDING YOURS, 

B 

CO. ONLY THE BUSINESS OF THE ACCIDENT INSURANCE COMPANY. 
D 


. ONLY THE BUSINESS OF THE MANAGEMENT OF THIS HOSPITAL. 


OCCUPATIONAL THERAPY 


Mrss HstHeR MELAMED HAS RETURNED SAFELY TO 
OUR DEPARTMENT AFTER A FLYING TRIP TO EUROPE, 
In SPITE OF THE BELOW ZERO TEMPERATURES (THE 
COLDEST WINTER IN 100 YEARS, IN ANY LANGUAGE), 
SHE BRAVED THE ELEMENTS AND VISITED FRANCE, 
ENGLAND, AND JRELAND, AS WELL AS SKIING IN 
AuSTRIA AND SWITZERLAND. SHE CAN BE QUOTED AS SAYING "THERE IS NOTH- 
ING LIKE CENTRAL HEATING", AND "WHOEVER WROTE A SONG ABOUT PARIS IN 
FEBRUARY?" . 


KK KKK KK RK KOK KR RK dad yb 


DEPARTMENT OF PHYSICAL MEDICINE 


WELL, THE SWEDES SURE HAVE A WAY WITH 
GETTING HUSBANDS, SOON AFTER THEY LAND ON THESE 
1 — @) SUNNY (SNOWY WOULD BE MORE TO THE POINT THESE 
pays) sHoRES. Mrss ANDERHOLM CHANGED HER NAME 
To Mrs. ROSDAHL A WEEK AGO. SHE EVEN FOUND AN 
APARTMENT, ALL THE LUCK IN THE WORLD FROM ALL OF 
Us, SIGBRIT. 


Mes. Lewrs' PRIDE AND JOY, OTHERWISE KNOWN AS KENNY, HAS LEFT 
US AND THE PooL. HE WENT TO WORK AT THE HARLEM GENERAL HOSPITAL, AND 
IS TAKING A COURSE IN PRACTICAL NURSING AT THE SAME TIME, GOOD LUCK 
To you KENNY IN YOUR NEW JOB. WE SURE MISS YOU IN THE POOLeceseelOU 
CAN STOP LOOKING FOR AN APARTMENT FOR Mr. CLINE AND FAMILY, HE HAS 
FOUND ONE IN HASTINGS-ON-THE-/IUDSON. HIS WIFE AND TWO CHILDREN ARE 
MOVED INTO THE NEW HOME, AND ACCORDING TO MR. CLINE, LOVE IT THERE. 
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PATIENTS' LIBRARIES 


Many THANKS TO MRS. SHARKEY OF THE FIRM 
OF SHARKEY & WARD, THE PERSON RESPONSIBLE FOR 


GIVING THIS HOSPITAL THE LOVELY DONATION OF 
PICTURE PRAYER BOOKS, WE ARE VERY HAPPY TO 
RECEIVE THESE BOOKS AND THEY ARE A BIG HELP TO 


OUR BED-RIDDEN CHILDREN, WHO MUST SPEND MANY 
MONTHS HERE scecceeeLXCELLENT CONTRIBUTIONS OF COLLECTIONS OF MODERN FICT= 
TON AND NON-FICTION HAVE BEENRECEIVED FROM THE RETA VIOLET BRIDGE 
Crus, - Mrs. Huco Ke,LIHeER awd Mrs. HENRY A, ALKER - IN ADDITION TO 
OTHER SMALLER GIFTSeeeeceeeWE'VE HAD COMPLIMENTS ON OUR SMALL DISPLAY 
BY THE CAFETERIA WHICH REWARDS US IN INCREASED CIRCULATION. THANKS TO 
ALL OF you! 
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VOLUNTEERS 


AT THE MEETING OF THE WomEN'S AUXILIARY SOCIAL 
SERVICE CommITTEE oF MarcH 77TH, Mrs. M. HENRY HOEPLI 
WAS ELECTED CHAIRMAN REPLACING Mrs. Jonun H. REYNOLDS. 
Mrs. HOEPLI HAS BEEN A VOLUNTEER SINCE 1938 AND CHAIRMAN 
OF VOLUNTEERS Since 1950, SHE HAS BUILT UP THE DEPART= 
MENT FROM THE DAYS OF WorRLD WaR II UNTIL THE PRESENT 
EFFICIENT AND WELL RUN GROUP OF VOLUNTEERS. WE WISH HER 
MUCH SUCCESS IN THE NEW POSITION AND FEEL HOW FORTUNATE THE COMMITTEE 
TS T0 HAVE HER. AT THE SAME MEETING Mrs, PuHrutrp D. WILSON WAS ELECTED 
CHAIRMAN OF VoLUNTEERS. Mrs. Wruson'S RECORD IN VOLUNTEERS GOES BACK 
To Worup War II WHERE HER LONG HOURS OF SERVICE AS Nurses! AIDE AND 
Buue CoAT WAS ALWAYS SO DEPENDABLE. WITH ALL HER EXPERIENCE AND HER 
GRACIOUS KIND UNDERSTANDING, MRS. WILSON IS SURE TO KEEP THE VOLUNTEERS 
AT THEIR BEST. 


AFTER OVER TWENTY YEARS, OUR BLUE COATS HAVE STEPPED OUT IN NEW 
UNIFORMS. JHE ATTRACTIVE ACQUA FRESH AND BRIGHT, IS THE TOUCH OF 
COLOR TO BLEND WITH THE DECOR OF OUR NEW HOSPITAL. BLUE COAT, OR 
ACQUA, THE VOLUNTEER SPIRIT IS THE SAME CHEERFUL FRIENDLY LOYAL ONE 
OF SERVICE, 


In MARCH THERE WERE 71 NAMES ON THE ACTIVE LIST. WE HAD FIVE NEW 
VOLUNTEERS ADDED, TWO IN THE CHILDREN'S WARD, TWO IN THE CLINIC AND 
ONE IN Puspuirc RELATIONS. ALSO A FORMER VOLUNTEER RETURNED WHO IS HELP= 
ING WITH SHOWING SLIDES FOR THE DOCTORS LECTURE COURSE, 


WHEN THE AWARDS ARB MADE TO OUR VOLUNTEERS FOR THEIR HOURS OF 
SERVICE To THIS HosprTAL on May Srp rn our LecrTuRE HALL, THE SPEAKER 
WILL BE THE HONORABLE Mary Pruussury Lorp, ALTERNATE-UNITED STATES 
REPRESENTATIVE TO THE GENERAL ASSEMBLY OF THE UnITED Nations. Mrs. 
Lonp'S CAREER SINCE HER GRADUATION FROM SMITH CoLLEGE IN 1927 HAS 
REEN ONE OF OUTSTANDING SERVICE TO HER Crry, STATE AND Nation. IT 
IS A GREAT PRIVILEGE T0 HAVE HER AS OUR GUEST OF HONOR AT THIS TIME 
WHEN OUR VOLUNTEERS RECEIVE RECOGNITION FOR SERVICE TO SPECIAL SURGERY. 


AT THIS SAME TIME THOSE MEMBERS OF OUR HOSPITAL STAFF WHO HAVE 
SERVED HERE FOR FIFTEEN OR FOR TWENTY-FIVE YEARS WILL BE PRESENTED 
WITH THEIR Prins BY Mr. Samuet S. Duryee, PRESIDENT OF THE BOARD OF 


TRUSTEES. 
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ANSWERS TO QUESTIONNAIRE ON Pace 4, 
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AMONG OURSELVES 


IT WAS INDEED A HAPPY DAY WHEN WE LEFT FOR 


WasHINGTON, D.C, Last Frroay tHe 6TH. We MIssep 
THAT TERRIBLE SNOWY AND WINDY WEEK END In Ney 


SP 

| , wy York. ALTHOUGH IT RAINED INTERMITTENTLY ON Sar~ 

VRID URDAY, WE DIDN'T MIND IT AT ALL, BECAUSE WE WERE 

A ON TOUR SEEING ALL THE BEAUTIFUL POINTS OF INTER- 

EST WHICH LASTED FROM 9:30 a.m, TO 6:00 P.M. THE WHOLE TRIP WAS A 
HAPPY AND GAY ONE, WE SAW THE CHERRYBLOSSOMS IN FULL BLOOM; AND THE 
LOVELY MAGNOLIA TREES, EVERYWHERE, WHICH LENT A PICTURESQUE BACKGROUND 
TO ALL THE SNAPPING PHOTAGRAPHERS. If WAS A DELIGHTFUL TREAT TO SEE 
THE VITAL FEATURES AND PERIODICAL SIGNIFICANCE IN AMERICAN HIsToRy, 
WHICH BROUGHT BACK MANY MEMORIES. THE THINGS THAT IMPRESSED US THE 
MOST, AMONG THE OTHER SIGHTS WAS THE NEW MEMORIAL DEPICTING THE RAISING 
OF THE FLAG aT IWO JIMA, AND THE CHANGING OF THE GUARDS AT ARLINGTON 
CEMETARY aT THE TomB oF THE UNKNOWN SOLDIER. 


HSne AND £ OR. 
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Tye CHILDREN OF 5SO. ENJOYED TWO PARTIES JUST BEFORE “LASTER GIVEN 
BY GROUPS OF WOMEN WHO ARE INTERESTED IN AND WHO DONATE GENEROUSLY TO 
trois HosprTraL. On Marcy 10TH THE LADIES OF SONIA AID, Inc. DEDICATED 
A OCyrcK SMART FRAME THAT THEY HAD PRESENTED TO OUR CHILDREN'S WARD. 
THEY BROUGHT WITH THEM TWO CLOWNS WHO WENT FROM ROOM TO ROOM TO ENTER- 
TAIN OUR YOUNG PATIENTS AND TO PRESENT THEM WITH LASTER BUNNIES, BOOKS 
AND CANDYeeeee ON Marcu 31ST SOME MEMBERS OF SILVER STAR TEMPLE i250 
or THE PHYTHIAN SISTERS, VISITED 5S0., AND DISTRIBUTED GIFTS OF CANDY 
TO ALL THE CHILDREN. JHE LADIES oF StuveR STAR TEMPLE #230 ARE THOSE 
WHO ARE CONTRIBUTING TO THE FURNISHING AND EQUIPPING ROOMS 504 anpD 902. 


He 


How MANY OF YOU WHO TUNE IN ON TUESDAY EVENING TO THE $64,000.00 
QUESTION KNOW THAT Mrs, IpA SHERBURNE WHO AS BEEN AMAZING ALL THE 
LISTENERS WITH HER KNOWLEDGE OF RACE HORSES HOLDS SPECIAL INTEREST FOR 
rurs Hosprrtaut THIS DEAR OLD LADY OF MORE THAN FOURSCORE YEARS AND 
TEN COMES, AS HAS BEEN ANNOUNCED EACH WEEK, FROM NICHOLASVILLE, KY. 
THIS IS THE LITTLE HAMLET THAT PRODUCED OUR FAMOUS FORMER SURGEON-IN- 
Curer, Dr. Vrrert P, GIBNEY AND WHAT IS MORE INTERESTING TO US, 
NICHOLASVILLE IS THE BIRTHPLACE OF Dr, Lours CuaRk WAGNER, AND IT IS 
WHERE HIS MOTHER, WHO IS OVER ONE HUNDRED YEARS OLD STILL LIVES, 
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VARIETY SHOW 


THE VARIETY SHOW IS DRAWING NEAR AND 
THE PERFORMERS ARE WORKING HARD AND ENTHUS= 
TASTICALLY. REHEARSALS ARE GOING ON ALMOST 
EVERY EVENING AFTER WORK AND OFTEN DURING 
THE LUNCH HOUR. 


THE SHOW WILL BE HELD THE WEEKEND OF 


May 25 anv 26TH. WE'RE HOPING IT WILL BE AS MUCH FUN TO THE PEOPLE 
WATCHING AS TO THE PEOPLE IN If. BE SURE TO COME TO WATCH THE FUN. 
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ORTHOPAEDIC RESIDENTS 


SPRING IS HERE - Dr. Bos Dow, TED WrLson, 
JOHN GRIFFIN, JoHN DoweRTY and PETER MARCHISELLO 
TOOK AND PASSED THEIR ORTHOPAEDIC BOARD TESTS - 
CONGRATULATIONS AND WELL DONE. WeLcomEe DR. 
ROBERTO OLMEDO, ALUMNUS OF RUPTURED & CRIPPLED 
From 1939 ro 1941. HE IS Now PROFESSOR OF 
ORTHOPAEDICS AT THE UNIVERSITY IN CONCEPTION, 
PARAQUAY. WITH HIM IS HIS PRETTY WIFE, WHILE HIS FOUR CHILDREN REMAIN 


IN PARAQUAY. 


WE ALSO WELCOME Dr. JAMES Boyes a Navy VETERAN OF 
WornD WaR II, WHERE HE WAS INSTRUMENTAL IN THE FALL OF 
OKINAWA. HE WAS A SMALL BOAT SPECIALIST. HE TOOK HIS 
UNDERGRADUATE TRAINING AT DARTMOUTH AND HIS MEDICAL 
TRAINING, AFTER HIS NAVAL CAREER OF THREE YEARS, AT 
MceGrpL UNIVERSITY, CANADA. HE INTERNED AT Mercy HosP- 
ITAL, BALTIMORE, [D., AND HAD GENERAL SURGERY AND 
TRAINING AT CyuRncH HoME & HOSPITAL, ALSO IN BALTIMORE, 
Mp. HE ALSO INSTRUCTED IN BIOCHEMISTRY ON THE MEDICAL 
FacuLTy OF THE UNIVERSITY OF WESTERN ONTARIO. Ars 
FAMILY HOME IS NeW JERSEY. 


JOHN GRIFFIN WILL LEAVE SOON TO BE ASSOCIATED WITH 
Dr. SCUDERI aT THE UNIVERSITY OF ILLINOIS. Goop tucKx! 


RH. 


JAMES G. BOYES, 
JR. RESIDENT 
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UP IN THE SCHOOLROOM 


BRAUTY 
THIS WORLD WHERE WE LIVE IS A SPRING IS HERE, oH voy! oH voyYi 
BEAUTIFUL PLACE, BIRDS AND FLOWERS ARE AS GOOD AS 
Wrry SNOW HANGING FROM TREES ANY TOY 
DI KB ODA CE, SUMMER IS THE TIME WHEN YOU MAY 
AUTUMN LEAVES OF RED AND GOLD SWIM 
RrRDS WINGING SOUTH BEFORE THE NrcE GREEN LEAVES COVER A TREE'S 
COLD, LIMB, 
A ROSE, A DAISY, A PINE TREE THe WORLD! IS NICE ALL OF THE TIME, 
TALL, 
EVERYTHING IS BEAUTIFUL- LARGE So vrHatvT'sS wHY I WROTE THIS LITTLE 
OR SMALL. RHYME. 


SUSAN Lucy AGE 9 PATIENT 5 sSourH. 
SAFETY WEEK en enon eee ee Paton ne APRIL 23rd To 29TH 


Bek up Or heap Y/D- 
before you 9 yP/ 
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BY DAY: - EVERYONE IS INVITED TO THE SAFETY WEEK LECTURES, 
DEMONSTRATIONS AND EXHIBITS IN THE LecTuRE HALL THE WEEK OF APRIL 
235 - 27, You wILbL BE NOTIFIED REGARDING THE HOURS. SOME OF OUR 
SPECIAL EQUIPMENT WILL BE DEMONSTRATED AS WELL AS SOME OXYGEN 
THERAPY. fp. HYLAND, SAFETY ENGINEER AND TEACHER, IS THE INVEST- 
IGATOR OF SAFETY HAZARDS IN OUR HOSPITAL ALONG WITH THE SAFETY 
COMMITTEE,AND IS WELL-KNOWN AND ADMIRED AT H.S.S. HE WILL LECTURE 
SEVERAL TIMES DURING THE WEEK. SINCE THE NURSES ARE VERY CLOSELY 
INVOLVED IN THE SAFETY OF THEIR PATIENTS AND ALSO IN PROTECTING 
THEIR OWN SAFETY AND HEALTH, THEY ARE URGED TO BE ACTIVE PARTICI@- 
PANTS IN THE SAFETY WEEK PROGRAMeeseecceledeS IS SENDING A REPRE- 
SENTATIVE TO THE 1956 CuHrcaco ConvENTION OF THE AmERICAN NuRszs' 
AssocraTron - May 14 - 18........Mrss Marcarer MuLtuervy, 7 Norra, 
ANNOUNCES HER ENGAGEMENT SHOWING US A LOVELY SPARKLE ON HER THIRD 
FINGER LEFT HAND AND ALSO IN HER EYESeeeees+eWE ARE PRAYING THAT 
ANNA RYAN WILL SOON BE BETTER AND FEEL LIKE HERSELF AGAINeccccece 
IT IS A WONDERFUL FEELING TO START THINKING AND PLANNING FOR OUR 
VACATIONS, A GREAT RESPITE FROM THE WORK OF THE WINTER SEASONeeces 
SYMPATHY IS SENT FROM ALL oF uS TO Mrs, Jean Levy or THE O.R. IN 
THE DEATH OF HER MOTHERe.e.+-eeVONGRATULATIONS TO THE GRADUATING 
Crass IJ or our Scuoou ror PracricaLt Nurses. WE wISH YOU EVERY 
SUCCESS IN WHATEVER WORK YOU TAKE UP. WE KNOW WE ARE GOING TO BE 


PROUD OF YOU. 
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THE Bouncrne Ratt REPoRTER - THE MARCH WIND DID BLOW AND WE 


DID HAVE SNOW, UNLIKE THE ROBINS WHO CRAWLED INTO THEIR NEST TO 
KEEP THEMSELVES WARM —- WE SHOOK, RATTLED AND ROLLED TO WORK UNTIL 
THE WEATHER CLEARED UP..eeeeeelHE BALL THAT BOUNCED AROUND THE 
CLOCK WITHOUT A WHIMPER, WAS Mrs. D. MruuenverR 5So. THE BOUNCING 
BALLS ARE PROUD OF YOoU....eMRS. G. Burts 7No. oN VACATION AND NortTH 
CAROLINA BOUND......-eCONTRIBUTIONS FOR THE HaRRY RASHMAJIAN FunD 
MAY BE GIVEN TO Mrs. [LINEHAN 8So. ANYONE INTERESTED IN WAYS AND 
MEANS TO KEEP THE FINANCESOF THIS FUND CONSTANTLY GROWING - SEE 
Mfrs. LINEHAN 8S0., OR THIS REPORTER. SUGGESTIONS HAVE BEEN GIVEN 
FROM MANY AND WE MUST DRAW UP THE WAYS AND MEANS AND PRESENT THEM 
TO THE COMMITTEE FOR THEIR CONSIDERATION BEFORE THEY CAN BE ACTED 
UPON.eseeeeee NEWS OF THE TALL BIRD WHO REALLY FLAPPED HIS WINGS FOR 
(Antes) Marcy To Mrs. Lypes 6No., 4 BABY BOY - AND For Mas. CoLES 
6No A GRANDDAUGHTER. »«eCONGRATULATIONS GO TO YOU BOTH...-AND TO MRS. 
M. Comps on THE son's Hoty COMMUNION. ....++.MORE CONGRATULATIONS - 
TO Mrs. P, Newman, Cuass II on HER ANIVERSARY...-.-MRS. Me MADDEN 
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WELCOMES TO HER STAFF IMrss MARION GRANT. ccceeeeHAPPY BIRTHDAY TO OUR 
SuPERviIsor, lips. M. Mappen ann Mrss kK. iicGrnry 8So., Mrss M. Roprnson 
DSOeeesseeeAND TO Chass II, A VERY SPECIAL KIND OF CONGRATULATION, WE 
BRING WISHES BY THE SCORE FOR THE KIND OF GRADUATION THAT COULD'NT 
BE TIER oc. soc oe 

AND WHEN APRIL SOTH IS OVER 

If4Y IT BE FOLLOWED TOO, 

BY MANY CONGRATULATIONS, 

ALL HAPPY ONES FOR EACH OF YOUseeee 


THE vorces FRoM 4:00 To 12:00 SHIFT, WE CONGRATULATE YOUssecece 
Dear MOTHERS EVERYWHERE, MAY YouR MoTrHEeR'sS DAY BE ONE OF JOYe..ceee 
REMEMBER SAFETY WEEK, APRIL 23SRD AND CONTINUALLY, 
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BY FLASH-LITE: - From tHe Nrrge Owns -- AFTER ENDURING ALL THE 


SNows OF MARCH, WE ARE GREATLY ANTICIPATING THE PURCHASE OF FLOWER 
SEEDS AND GARDEN TOOLS, WE ARE SORRY THAT NOTHING HAS MATERIALIZED 
TO ENABLE US TO CONTRIBUTE TO THE HARRY RASHMAJIAN FUND, BUT WE ARE 
NOT GIVING UP. CouLD wor THE NrcHTINGALES, THE BouncrnG BALLS AND 
THE Nive OWLS ALL GET TOGETHER ON THIS PROJECT? ..eeeeeHAPPY BIRTHDAY 
TO OUR ONLY TauRran, Mrss R. Cuyrwn. lLonc MAY SHE BE HAPPY!......OUR 
FLASH-LITE NEWS, LIKE OUR BATTERIES IS QUITE WEAK THIS ISSUE. HoPE 
TO HAVE MORE NEXT TIME. 
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A Stupent Prn-Pornrs THE OR, 


WALKING THROUGH THE O.R. LEAVES ONE WITH A FEELING HE IS IN 
ANOTHER WORLD, SILENCE REIGNS AND MASKED FIGURES FLIT SOUNDLESSLY 
THROUGH THE SWINGING DOoOoRS£ JINTROSPECTIVELY THE WoRDS "Men at Work” 
FLOATS THROUGH YOUR MIND. LOOKING FROM THE GALLERY YOU NOTICE THE 
CAUSE OF IT ALL... [HE GRUELING TASK OF THWARTING NATURE IS BEGINNING 
AND THE MASKED FIGURES ARE STARTING THE BATTLE.....eNOT ONE, BUT FOUR 
CHAMBERS HAVE STARTED - AND THE HOUR=GLASS IS UPSET AS MANY TIMES, 

I? IS HERE THAT CONSCIENCE RULES AND SKILL JOINS HANDS WITH SURGICAL 
ADVANCEMENT....--.Mrss EVANS, AS HEAD SURGICAL NURSE PLAYS HER ROLE 
WITH GENTLE FORCE AND STARTS THE BALL ROLLING. JIT IS AMAZING WITH WHAT 
DEXTERITY SHE KEEPS THINGS WORKING IN UNISON..e.-JT IS HERE THAT DRAMA 
UNFOLDS EACH DAY AND EVERY BIT OF TEAM RELATIONSHIP PLAYS A PARTeccceoe 
LOOKING OBJECTIVELY EVEN THE SURGEONS SEEM TO BE DRAWN BY PUPPET STRINGS 
PULLED BY AN UNSEEN POWEReceeee lHE WILL TO LIVE IS INFILTRATED IN THE 
AIR AND THE FEEL OF LIFE IS THE STRONGEST FORCE HEREseeeelIT IS ALL OVER! 
AND THE STAGE IS READY TO BEGIN ANEW TOMORROW, 
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THE NEW HOSPITAL FOR SPECIAL SURGERY AS SEEN FROM THE EAST RIVER 


